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Brampton  & Walton  Urban  District 

Council. 


Medical  Officer  of  Health  s Department. 


1. — General  Statistics. 

Area  (acres)  8,999  (43  acres  water). 

Population  : Estimated  to  middle  of  1923 — 2,296 

(Census  1921 — 2,312). 

Number  of  Inhabited  Houses  (1921 — 515)  525. 

Number  of  families  or  separate  Occupiers  (1921 — 515)  525. 
Rateable  Value,  14,027. 

Sum  represented  by  a Penny  Rate,  £58  7s.  Od. 

2. — Extracts  from  Vital  Statistics. 

Total. 


M. 

F. 

f 

Legitimate  ... 

29 

16 

1 

Births  ...  | 

2 

— 

| Birth  Rate  . . . 

20*47 

Illegitimate  ... 

Deaths. . . 

14 

6 

Death  Rate... 

8*71 

Number  of  Women  dying  in,  or  in  consequence  of  childbirth  ...  0 

Deaths  of  Infants  under  one  year  of  age  per  1,000  births  : — 
Legitimate,  105*2  ; Illegitimate,  0 ; total,  105*2. 

Deaths  from  Measles  ...  ...  0 

,,  Whooping  Cough ...  0 

,,  Diarrhoea  ...  ...  0 

There  were  4 deaths  of  infants  under  one  year,  the  ages  and  causes 

Convulsions. 

Premature  birth. 


are  as  follows  : — 

1 month 
4 days 

10  „ 

2 „ 
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3. — Notifiable  Diseases. 


Disease. 

Total  Cases 
Notified. 

Cases  admitted 
to  Hospital. 

Total 

Deaths 

Diphtheria  ... 

... 

1 

— 

— 

Chicken  Pox 

Tuberculosis — 

Pulmonary  ...  -J 

M.  1 
F.  1 

9 

— 

2 

— 

2 

4. — Causes  of  Sickness. 

There  are  no  outstanding  features  of  causation  of  sickness. 
During  the  year  there  was  in  one  part  of  the  District  an  outbreak  of 
Chicken-Pox  which  was  of  a mild  type.  Chicken-Pox  was  notifiable 
in  the  District  during  the  last  quarter  of  the  year,  on  account  of  the 
fact  that  Small-Pox  was  prevalent  in  the  Borough  of  Chesterfield. 


5. — Summary  of  Nursing  Arrangements,  Hospitals,  and 
other  Institutions  available  for  the  District. 

Professional  Nursing  in  the  Home — None. 

Midwives — None  resident  in  the  District. 

Hospitals — 1.  Tuberculosis — Derbyshire  County  Council  Clinic  and 

Sanatorium. 

2.  Maternity — Chesterfield  Maternity  Home  by  arrange- 

ment with  Derbyshire  County  Council. 

3.  School  Clinics — Derbyshire  County  Council — Brim- 

ington  Road,  Chesterfield. 

4.  Venereal  Disease — Derbyshire  County  Council- 

Chesterfield  Royal  Hospital. 

5.  Fever  ( Penmore  Isolation  Hospital. 

6.  Small-Pox' Spital  Small-Pox  Hospital  under  Ches- 

v terfield  Joint  Hospital  Committee. 

7.  General  Hospital — Chesterfield  Royal  Hospital. 

(a)  For  Infectious  Cases— Motor  Ambulance 
of  the  Penmore  Hospital. 

Ambulance  Facilities  , (fr)  For  Non-Infectious  Cases — Chesterfield 

Borough  Ambulance  is  available  on 
' payment. 
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6. — Laboratory  Work. 

Examinations  made  in  the  Derbyshire  County  Council  Laboratory 
during  the  year  1923  : — 34. 

Enteric  Fever.  Diphtheria.  Phthisis.  Miscellaneous. 

Pos.  Neg.  Pos.  Neg.  Pos.  Neg. 

0 2 7 6 3 10  6 

Diphtheria  Anti-toxin. — A supply  is  always  kept  by  the 
Medical  Officer,  and  is  issued  to  medical  practitioners  on  application. 

7. — Sanitary  Administration. 

Number  of  Conversions  to  W.C.’s  ...  ...  ...  ...  4 

Number  of  Slaughter-houses  on  Register...  4 Inspections...  17 

The  slaughter-houses  were  found  to  be  in  a satisfactory 
condition. 

Number  of  Cow-Sheds  on  Register  ...  ...  69 

,,  Inspections  ...  ...  ...  124 

All  the  cow-sheds  have  been  lime-washed,  and  the  condition 
of  the  cow-sheds  shows  a great  improvement. 

Disinfection  has  been  carried  out  by  formaldehyde,  and  where 
necessary  clothing,  etc.  has  been  sent  to  the  steam  disinfector  at 
Penmore  Hospital. 

Inspections  of  Privy  Middens...  ...  ...  188 

,,  Works  in  progress  ...  ...  28 

Other  Inspections  ...  ...  ...  ...  33 

8. — Public  Health  Staff. 

Medical  Officer  of  Health. 

Sanitary  Inspector. 

The  duties  under  the  Notification  of  Births  Act  and  visiting  of 
Tuberculosis  cases  is  carried  out  by  the  Health  Visitors  of  the 
County  Council. 

The  Medical  Officer  also  acts  as  Medical  Inspector  of  Schools 
in  the  District,  under  the  County  Medical  Officer  of  Health. 


9.— Housing. 

Number  of  new  houses  erected  during  the  year 

(a)  Total  ...  ...  ...  ...  ...  ...  6 

(b)  With  State  assistance  under  the 

Housing  Acts,  1919  or  1923  : — 

(i)  By  local  Authority  ...  ...  0 

(ii)  By  other  bodies  or  persons...  0 

1.  Unfit  Dwelling  Houses  : — 

(1)  Total  number  of  houses  inspected  for 

housing  defects  ...  ...  ...  ...  28 

(2)  Number  of  houses  inspected  and  recorded 

under  the  Housing  (Inspection  of  Dis- 
trict) Regulation,  1910  ...  ...  ...  0 

(i)  Number  of  houses  unfit  for  habitation  ...  0 

(4)  Number  of  houses  found  not  to  be  in  all 

respects  reasonably  fit  for  habitation  ...  7 

2.  — Remedy  of  Defects  without  Service  of  Formal 

Notice  ...  ...  ...  ...  ...  ...  2 

3.  Action  under  Statutory  Powers 
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Gentlemen, 

The  health  of  the  District  during  the  year  1923  has  been  very 
good.  The  only  illness  of  any  importance  was  a slight  outbreak  of 
Chicken-Pox  in  the  Walton  District  during  the  month  of  October. 

By  resolution  of  the  Council,  Chicken-Pox  was  notifiable 
during  the  last  quarter  of  the  year— this  was  considered  advisable 
owing  to  the  proximity  of  Small-Pox. 

No  cases  of  Small-Pox  occurred  in  the  District  during  the  year. 

Water  Supply. 

The  wTorks  in  progress  by  the  Chesterfield  Corporation  are 
some  wa3^  off  completion.  As  a consequence  there  has  been,  and 
still  will  be,  some  disturbance  of  the  water  supply. 

There  is  an  abundant  supply,  but  at  times  the  water  becomes 
very  turbid  owing  to  the  disturbance  of  the  pipes  and  the  water 
during  the  progress  of  the  work.  When  the  whole  of  the  work  is 


4 


6. — Laboratory  Work. 

Examinations  made  in  the  Derbyshire  County  Council  Laboratory 
during  the  year  1923  34. 

Enteric  Fever.  Diphtheria.  Phthisis.  Miscellaneous. 

Pos.  Neg.  Pos.  Neg.  Pos.  Neg. 

0 2 7 6 3 10  6 

Diphtheria  Anti-toxin. — A supply  is  always  kept  by  the 
Medical  Officer,  and  is  issued  to  medical  practitioners  on  application. 

7. — Sanitary  Administration. 

Number  of  Conversions  to  W.C.’s  ...  ...  ...  ...  4 

Number  of  Slaughter-houses  on  Register...  4 Inspections...  17 

The  slaughter-houses  were  found  to  be  in  a satisfactory 
condition. 

Number  of  Cow-Sheds  on  Register  ...  ...  69 

,,  Inspections  ...  ...  ...  124 

All  the  cow-sheds  have  been  lime-washed,  and  the  condition 
of  the  cow-sheds  shows  a great  improvement. 

Disinfection  has  been  carried  out  by  formaldehyde,  and  where 
necessary  clothing,  etc.  has  been  sent  to  the  steam  disinfector  at 
Penmore  Hospital. 

Inspections  of  Privy  Middens...  ...  ...  188 

,,  Works  in  progress  ...  ...  28 

Other  Inspections  ...  ...  ...  ...  33 

8.— Public  Health  Staff. 

Medical  Officer  of  Health. 

Sanitary  Inspector. 

The  duties  under  the  Notification  of  Births  Act  and  visiting  of 
Tuberculosis  cases  is  carried  out  by  the  Health  Visitors  of  the 
County  Council. 

The  Medical  Officer  also  acts  as  Medical  Inspector  of  Schools 
in  the  District,  under  the  County  Medical  Officer  of  Health. 


9. — Housing. 

Number  of  new  houses  erected  during  the  year 

(a)  Total  ...  ...  ...  ...  ...  ...  6 

(b)  W ith  State  assistance  under  the 

Housing  Acts,  1919  or  1923  : — 

(i)  By  local  Authority  ...  ...  0 

(ii)  By  other  bodies  or  persons...  0 

1.  Unfit  Dwelling  Houses  : — 

(1)  Total  number  of  houses  inspected  for 

housing  defects  ...  ...  ...  ...  28 

(2)  Number  of  houses  inspected  and  recorded 

under  the  Housing  (Inspection  of  Dis- 
trict) Regulation,  1910  ...  ...  ...  0 

(3)  Number  of  houses  unfit  for  habitation  ...  0 

(4)  Number  of  houses  found  not  to  be  in  all 

respects  reasonably  fit  for  habitation  ...  7 

2.  — Remedy  of  Defects  without  Service  of  Formal 

Notice  ...  ...  ...  ...  ...  ...  2 

3.  Action  under  Statutory  Powers  ...  ...  ...  0 


6 


Gentlemen, 

The  health  of  the  District  during  the  year  1923  has  been  very 
good.  The  only  illness  of  any  importance  was  a slight  outbreak  of 
Chicken-Pox  in  the  Walton  District  during  the  month  of  October. 

By  resolution  of  the  Council,  Chicken-Pox  was  notifiable 
during  the  last  quarter  of  the  year — this  was  considered  advisable 
owing  to  the  proximity  of  Small-Pox. 

No  cases  of  Small-Pox  occurred  in  the  District  during  the  year. 

Water  Supply. 

The  works  in  progress  by  the  Chesterfield  Corporation  are 
some  way  off  completion.  As  a consequence  there  has  been,  and 
still  will  be,  some  disturbance  of  the  water  supply. 

There  is  an  abundant  supply,  but  at  times  the  water  becomes 
very  turbid  owing  to  the  disturbance  of  the  pipes  and  the  water 
during  the  progress  of  the  work.  When  the  whole  of  the  work  is 
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■completed,  the  district  will  have  an  excellent  water  supply,  and  it 
will  be  possible  to  supply  the  greater  part  of  the  District  direct  from 
the  water-mains. 

During  the  year  there  were  two  samples  of  water  examined  by 
the  County  Analyst. 


Drainage  and  Sewage. 

The  conversion  of  privy  middens  to  water-closets  is  proceeding 
very  slowly.  Only  four  conversions  have  been  made  during  the 
year.  I would  again  urge  the  Council  to  press  this  matter.  The 
wdiole  of  the  villages  of  Cutthorpe  and  Holymoorside  should  be 
converted  to  water-closets,  and  this  should  be  the  aim  of  the 
Council. 

The  agreement  with  the  Chesterfield  Corporation  as  regards 
the  sewer  from  Riversdale  has  now  been  made.  This  sewer  will  be 
available  for  25  houses  already  in  existence,  and  it  will  be  capable 
of  dealing  with  any  new  houses  which  may  be  erected  between 
Belmont  and  along  Dog  Hole  Lane  almost  as  far  as  the  village  of 
Holymoorside.  The  existence  of  this  sewer  will  be  an  important 
factor  in  the  development  of  that  area  as  a residential  neighbour- 
hood. 

Dairies  and  Cowsheds. 

Under  this  heading  I would  also  include  Milk  Supply.  All  the 
milk  consumed  in  the  District  is  produced  in  the  District.  I would 
urge  on  the  Council  the  necessity  for  a campaign  for  the  production 
of  clean  milk.  Milk  is,  and  should  be,  the  main  food  of  our  young 
children,  and  no  effort  should  be  spared  to  provide  for  them  a clean, 
healthy,  wholesome  food.  The  distribution  of  milk  requires  careful 
attention,  the  present  methods  are  most  unsatisfactory. 

Housing. 

Six  new  houses  have  been  erected  in  the  District  during  the 
year,  all  of  which  have  water-closets,  and  water  supply  from  the 


mam. 


/ 


Tuberculosis. 

Total  number  of  cases  on  register  ...  ...  6 

Number  of  cases  notified  in  1923  ...  ...  2 

,,  deaths  ...  ...  ...  ...  2 

,,  visits  ...  ...  ...  ...  11 


Factory  and  Workshops  Act  (1901). 

Four  inspections  were  made  during  the  year  by  the  Sanitary 
Inspector.  The  condition  of  these  was  very  satisfactory. 

Maternity. 

Number  of  first  visits  ...  ...  ...  ...  36 

,,  re-visits  ...  ...  ...  ...  240 

During  the  year  School  Medical  Inspection  was  carried  out  as 
usual. 

Appended  to  this  Report  is  the  Report  of  the  Sanitary 
Inspector. 

I am,  Gentlemen, 

Your  obedient  Servant. 


R.  A.  McCREA. 
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Factory  and  Workshops  Act  (1901). 
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Inspector.  The  condition  of  these  was  very  satisfactory. 

Maternity. 
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Report  of  Inspector  of  Nuisances. 


Gentlemen, 

I have  pleasure  in  submitting  my  Annual  Report  for  1923. 

Houses. — There  have  been  6 new  houses  certified  during  the 

year,  all  of  which  are  fitted  up  with  W.C.’s,  and  have  the  Corpora- 

. 

tion  water  laid  on. 

Milk. — Registered  milk  sellers  number  69.  There  has  been  a 
great  improvement  in  lime-washing. 

Scavenging1. — Scavenging  has  been  done  generally  throughout 
the  District  in  a very  satisfactory  manner. 

Inspections  made. — The  following  is  a summary  of  Inspec- 
tions made  : — 

Slaughterhouses  ...  ....  ...  17 

Cowsheds  ...  ...  ...  124 

Workshops  ...  ...  ...  4 

Schools  ...  ...  ...  ...  4 

Disinfections  ...  ...  ...  4 

Privy  Middens  ...  ...  ...  188 

Works  in  course  of  progress  ...  28 

Samples  of  Water...  ...  ...  2 

Other  Inspections...  ...  ...  33 

404 

Your  obedient  Servant, 

W.  J.  NICHOLLS,  Inspector. 
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Report  of  Sanitary  Inspector. 


Name  of  Inspector — W.  J.  XICHOLLS. 

Area  ot  District — 8,999.  Estimated  No.  of  Houses — 521. 


New  Houses  Erected  1923 — 6. 

# 

Housing  and  Town  Planning — 

Number  of  Houses  Inspected  under  Section  17  ...  28 

Number  Repaired  without  Closing  Order  ...  ...  7 

Number  Closed  ...  ...  ...  ...  ...  ...  Nil. 

Number  Repaired  Voluntarily  ...  ...  ...  ...  2 


Drainage- 


Number  of  Number  of 
Informal  Notices  Nuisances 
served  by  Abated  « ith  or 
Sanitary  Inspector,  without  Notice. 


Defective  Waste  Pipe,  Traps,  Inlets 

and  Drains...  ...  ...  ...  3 

Drains  Obstructed  ...  ...  ...  3 

Closets  and  Ashpits — 

Defective  Privies,  Pail  Closets  and 

Ashpits  (not  for  Conversion)  ...  2 


Conversion  of  Privies  into  W.C.'s  ...  4 

Other  Defects — 

Roofs,  Eave-Spouts,  and  Down-Spouts  9 
Water  in  Cellars  ...  ...  ...  1 

Totals  ...  ...  22 


3 

? 


2 

4 

6 

1 

18 


10 


Number  on 
Register. 

Inspections. 

made. 

Dairies,  Cowsheds,  and  Milkshops 

69 

124 

Slaughterhouses 

4 

17 

Totals 

73 

141 

Infected  Rooms  Disinfected,  4.  Method — Formaldehyde  or 

Sulphur. 


Samples  submitted  for  Examination  : Water,  2. 


(Signed),  W.  J.  NICHOLES. 


